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October 24, 1963 


Miss Toni Strassaan 

116 East 19th Street 

Hew York 3 , Hew York 
/ 

Dear Mies Strassman: 

Hols© in mr society has ssutaed the proportions of a disease, I know I can prove 
this with chickens, sad I believe I can prove it with people. For this reason 
and because of the obvious dishonesty Involved in publicity favorable toe piopo- 
sal for Federal financing of a supersonic commercial transport, I wrote the 
enclosed piece for the Sunday section of the Washington Post, 

I withdrew It tecs os e of other ci rc instances. Tie Post waited to ®!se revelation 
of a long series of unfortunate overflights of our property by ml lit ary helicop- 
ters, together with the damage inflicted by sonic boom, end I felt this is veyy 
much against our interest because the Defense Department is trying to arrange an 
amicable settlement. l?e have very much involved in this. 

I do not believe, as the Post does, that it is necessary to tell this story to 
accredit me. 1 also to not believe that, outside of the post, the story is usable 
in its present form,. I am sending it to you essentially to give you an idea of a 
story that can be told and that I think it is In the national Interest to tell. 
What do you think? In this connection, one of the ra nkiag British officials con- 
cerned with the development of the Concorde supersonic transport said last night 
that. Hying at 30,000 feet, it was certain to shatter windows and under some 
meteorological conditions would break than at 50 ,000 feet. Be, too, believes 
it mi$it be cons an economic disaster, ted remember, b© is dealing Mtk a plane 
both smaller and slower than the American project. As a consequence, the Afri- 
can plane Is guaranteed a more powerful " bo om" , 

I era sorry that you never got to see us during the summer as yen indicated you 
might, Hot- only do I l&ink you would i» ve enjoyed what we could have shown you, 
but since speaking to you we have developed whet I think would mke a beautiful 
television commercial for almost any mon-meat human food. We have a flock of 
wild geese that m have trained to eat from people’s hands without biting, . . 
mother, father end fiv© young, They era colorful, perform interesting motions, 
chatter as they eat, and are quit© attractive. W@. also have s very tame young 
white Emden gosling named Oskar H. Puarpernlskle who is quite a hen, Oskar, I 
believe, could be persuaded to si si a contract such es with AFTPA and I think 
this would make a good picture that might get wide uae. We carry s separate 
insurance policy on Oskar. 

If yew lave any opinions or thoughts, I would like very much to tear from you, 
especially with resnect to the goose idea. 


Sinners tv v«nre. 



